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Pierce Update - 

Jn her verbal resignation this morning. ^he .said she would stay up lo 7 

weeK^utwouid prefer not to. According to Julie no contract has been signed which I assume 
means no formal exit process has to be honored. 

Reasons for leaving: X, Too much risk in regards to license 

2 , Patient safety 

3. Training deficit for self and nursing staff. 
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